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made interesting by its methods, and the suggestions it offers are 
practical. 

Muscle Training in the Treatment of Infantile Paralysis. By 
Wilhelmine G. Wright, Boston Normal School of Gymnastics, 1905; 
Chirurg-orthopaed Klinik of Professor A. Hoffa, Berlin, 1908; As- 
sistant to Robert W. Lovett, M.D., Boston. Second edition. 
Boston: Ernest Gregory. 1916. Price, 25 cents. 

The ten years' experience of the writer has enabled her to print the 
result of her work for the benefit of others, and it is especially opportune 
when so much attention must of necessity be given to the after-treat- 
ment of those who suffered from the recent epidemic. Each exercise 
is described in detail, the only point seemingly lacking being the length 
of time which should be devoted to each. 

Rake Knitting and Its Special Adaptation to Invalid Workers. 
By Susan E. Tracy, R.N., Author of Studies in Invalid Occupation. 
Whitcomb and Barrows. Boston, Mass. Price, 25 cents. 

Any attempt to provide entertainment or occupation for the many 
patients partially incapacited, mentally or physically, or both, always 
meets with approval. This addition to Miss Tracy's work in this 
direction sounds attractive, and being inexpensive and not difficult 
enough to tax the ability or mentality of those for whom the work is 
planned, will be most welcome. 

Manual for Institution Libraries. Compiled by Carrie E. Scott, 
Assistant State Organizer, Public Library Commission of Indiana. 
Assisted by The American Library Association Committee on 
Library Work in Hospitals and in Charitable and Correctional 
Institutions. American Library Association Publishing Board. 
Chicago. Price, 25 cents. 

This little pamphlet gives a great deal of information in a very 
condensed manner. It tells the kind of books which should be pro- 
vided for the libraries of various institutions, the approximate number 
of books, the amount of money which it is necessary to spend each 
year for the proper upkeep, and gives specific rules for classification, 
arrangement and cataloging. In fact, it contains just the help which 
those for whom it is intended may possibly need, from how to buy 
the books, to directions for buying the supplies for mending them. 



